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BILL NO. 8-88-08- C4 


SPECIAL ORDINANCE NO. Bx d2-Hj 


AN ORDINANCE approving the awarding of 
Reference #8WPP-227 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and Braun Lubbe 
Technicon for the Water Pollution 
Control Plant. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 

SECTION 1. That Reference #8WPP-227 between the City 
of Fort Wayne, by and through its Department of Purchasing 
and Braun Lubbe Technicon for the Water Pollution Control 
Plant, respectfully for: 

the purchase of a two speed 

proportioning pump III and a control 

unit for the Water Pollution Control 

Plant; 
involving a total cost of Eight Thousand Six Hundred Sixteen 
and no/100 Dollars ($8,616.00-/-), all as more particularly 
set forth in said Reference #8WPP-227 which is on file in 
the Office of the Department of Purchasing, and is by 
reference incorporated herein, made a part hereof, and is 
hereby in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 


necessary approval by the 





APPROVED AS TO FORM 
AND LEGALITY 


D 


JJ Timothy McCawlay, City Attorney 














PFO: 


REQ.#: 8WPP227 


DATE: 8/8/88 RESP. AGENCY: _531___ RESP. ORG: eni d UNIT: 

VENDOR *:.ZÜ NAME & ADDRESS: aur Kuba una ice] 
REQUESTED BY: Cornell | PHONG 5331 — — DEL DATE. 9/3/88 
DEPT. 15 DELIVER TO: tao. — ^ RESP? PERSON? Mita — EXT 133 


PREVIOUS REG. #, P.O.#, 4 VENDOR: 
SUGGESTED VENDOR: 
















ACCOUNT INFORMATION 


FUND | AGENCY OBJ. 
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|LN | QTY|UNIT| COMM.# | DESCRIPTION 
ae eee LUDERE 
001 1 i 320500 ioni 
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‘1002 1 320500 


Pare 20/40 control unit for BD 40 
CO ce KAG mou both items for Technicon auto analyzer 


uperintendent aid Derheimer, Director, Board of Works 


PPROVED DEPARTMENT HEAD APPROVED DIVISON HEAD 






FW 2313 
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' Read the "first time in full and on motion by. [3444455 ; 
Seconded by BOB SBIPE:, , and dyly adopted, read the second time by 
title and referred to the Committee on Z PI (and thé : 
City Plan Commission for venue gnat sum) 
due legal notice, at the Council 
Fort Wayne, Indiana, on 
of r 49 ; 


f an " 
DATED: V cu x pP 
SANDRA E. KENNEDY, CITY CLERK 
Read the thir time intfulllandasonjmotrionoby pieces E 
seconded by 2A , and duly adopted, placed on its 








passage. PASSED HOST by the following vote: 
AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES Ng Pa 
BRADBURY E- 
BURNS e- 
GiaQUINTA pali 
HENRY ad 
LONG p 
REDD sais 
SCHMIDT E 
STIER kt 
TALARICO PS 





DATED: 7A 3- Jf 





SANDRA E. KENNEDY, CITY CLE 


Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as ( x a 
(SPECIAL) ( ) ORDINANCE: RESOLUTION NO. JEJAI 


on the LACH day of ds tant fie) 


9 S i 
DT o um dA. 
SANDRA E. KENNEDY, CITY CLE PRESIDING OFFICER 


Presented by me to the Mayor of the, City of Fort Wayne, Indiana, on 


the SVC day of sl phen bow ; iX, 
at the hour of / ao o'clock QU VM Mass 















SANDRA E. KENNEDY, CITY CLER 


Approved and signed by me this MS day of Sebterbes p 


jo KO? Jp Kho hour of oS o'clock .M.,E.S.T. 


ANA 


PAUL HELMKE, MAYOR 


DIGEST. SHEET 


TITLE OF ORDINANCE: SPECIAL 


DEPARTMENT REQUESTING ORDINANCE: WATER POLLUTION CONTROL PLANT 
SYNOPSIS OF ORDINANCE: 
AN ORDINANCE APPROVING REQ.# 8WPP-227 WITH RESPECT TO THE PURCHASE OF 


A TWO SPEED PROPORTIONING PUMP III AND A CONTROL UNIT FOR THE WATER 


POLLUTION CONTROL PLANT. LU JT. K -OP 22 SS 


EFFECT OF FASSAGE: 
TO PROVIDE PROPORTIONING PUMP FOR TECHNICON AUTO ANALYZER USED IN 


LABORATORY . 


EFFECT OF NON-PASSAGE: 


UPON FAILURE OF THE PUMP, THE ANALYZER WOULD BE OPERATIONAL AND WILL 


RESULT IN BACKUP OF TESTS AND THAT IN TURN WOULD RESULT IN OVERTIME. 


MONEY INVOLVED: 


BRAUN LUBBE TECHNICON $8,616.00 


SOURCE OF FUNDING: 
WATER POLLUTION CONTROL PLANT  514—531-8101-4244 


ASSIGNED TO COMMITTEE: 


ies 


S-88-08-44 


BILL NO. 
REPORT OF THE COMMITTEE ON CITY-UTELETLES 
WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RHSGBUKKON) approving the 


awarding of Refer 8WPP-22 i 
Indiana, by and ro its i 


ra T 


z ETT aa ARA AG Ue eue AA MA ARANETA NAA LIEGE 


HAVE HAD SAID (ORDINANCE) (RBE&OHUBIQNI UNDER CONSIDERATION 


AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE)  (RBBOBUBEON) 


PAUL M. BURNS 
EL ZQ CHAIRMAN 

err GT CHARLES B. REDD 

VICE CHAIRMAN 

MARK E. GiaQUINTA 


LeXMÜEL J. TALARICO 


JAMES: S2 STEER 


CONCURRED IN G- Mf 


Sandra E. Kennedy 
Cr reygClerk 
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